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Exhibit No. 60-2 to Contract HF-CT-697 
Date 31 May 1960 
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From: 
Tos STATINTL 
Item No. Part No. Nomenclature Quantity Unit Price Total Price 
1 XD~A9~01-63 Rubber Tubing 200 $ 81.99/¢ $ 163.98 
2 XD~11-~206~293 Roll, 3" Squeegee 5 151.83 75915 
3 XD+12-66-))),9 Kit, Pump Repair 15 19.55 293425 
iM Packing and shipping 2h 
Delivery to be made in September 1960, Total $1,20.83. oe 
Prices are fair and reasonable and this Contractor warrants prices conform to the 
Exhibit is hereby approved, Price formula in effect on the date of this 
Exhibit and are firm prices for this Exhibit. 
$ 1,240.83 
STATINTL 


Approved For Release 2000/09/01 : CIA-RDP81B00878R000500090017-STATINTL 


